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Revision history 


February 2, 1988 


December 1994 


Version 1.0. This appendix is reissued to remove references to rectifiers other 
than the QRF12 —48 rectifier supplied with the cabinets. Changes to the 
practice are indicated by a vertical bar in the margin next to the affected item. 


Standard, release 2.0. Updated to new template and editoral changes added. 
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